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ORIGIN SY-05 

INEO OCT-OI EA-07 NEA-IO ISO-00 EBO-02 /025 R 

DRAETED BY A/SY/T: JNLECHEVETJNH 
APPROVED BY A/SY/T: DGEISCHER, CHIEF 
A/SY/T: JPERDEW 
DESIRED DISTRIBUTION 
SY/EO/EA 

076764 

R20I426Z JUL 76 
EM SECSTATE WASHDC 
TO USLO PEKING 
INEO AMCONSUL HONG KONG 
AMEMBASSY NEW DELHI 

CONEIDENTIAL STATE 178923 

E.O. 11652: GDS 

TAGS: ASEC 

SUBJECT: AUTOSCAN INSTALLATION 
REF: (A) PEKING 00189; (B) STATE 02341 1 

PEKING FOR RSO; HONG KONG FOR OIC/RTC, RSS; NEW DELHI EOR 
OIC/TSO 

1 . SIX BOXES CONTAINING AUTOSCAN ELECTRONIC EQUIPMENT SENT 
13 JULY UNDER REGISTRY 2998662 THROUGH 2998667. 

2. INSPECT EOR VISIBLE SHIPMENT DAMAGE UPON RECEIPT. STORE 
EQUIPMENT IN SECURE AREA RESERVED EOR AUTOSCAN. 

3. INSTALLATION DATE CAN NOT BE SET AT THIS TIME. OCTOBER 
APPEARS TO BE MOST REALISTIC ESTIMATE AT THIS TIME. 

4. HONG KONG AND PEKING INSTALLATIONS WILL BE PERFORMED 
DURING SAME TRIP BY WASHINGTON AND/OR NEW DELHI PERSONNEL. 
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